From: 

Sent: 

To: 


Philip Johnson (pjphilipl2@gmail.com) Sent You a Personal Message [automail@knowwho.com] 
9/18/2017 1:25:07 PM 

Cooper, Roy A [/o=ExchangeLabs/ou=Exchange Administrative Group 
(FYD!BQHF23SPDLT)/cn=Recipients/cn=f6d90b86b0494f09b93aala4e303b007-racooper] 
Subject: Thank you for protecting NCa€™s water 


Dear Gov. Roy A. Cooper III, 

I'm writing to thank you for requesting additional information as you evaluate a decision on the water 
certification for Duke's proposed Atlantic Coast Pipeline. This project is too much of a risk to our 
state and jeopardizes already vulnerable communities. 

We need leaders like you to continue to protect our waterways, and ensure projects like this don't put 
extra burden on the Native Americans, low-income residents, and communities of color that would have had 
the pipeline forced onto their homes and neighborhoods. Thank you! 

Sincerely, 

Dr. Philip Johnson 
12 Clover Dr 
Chapel Hill, NC 27517 
pj phi 1ipl2@gmai1.com 
(919) 933-0144 

This message was sent by KnowWho, as a service provider only, on behalf of the individual noted in the 
sender information. 



